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Description: Panel Part Number D3307-1 
DEn MON MNCENEI 
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FIRST ARTICLE INSPECTION CHECKLIST 


Drawin Actual 
8 Tolerance Method of Comments 
Dimension Dimension Inspection 
90.129 *0.005/-0.001 DA 
0.688 +/-0.010 


0.364 +/-0.010 
0.688 +/-0.010 


6.676 +/-0.010 
2.875 +/-0.010 


2.875 +/-0.010 
5.50 +/-0.030 
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